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Monday - 4 December 1950 


1. Mr. Pforzheimer, at the request of Rep. Granahan, informed him 
of reason for present rejection of i 25X1A 


2. DCI, D/DCI and WLP attended executive session of the House 
Armed Services Committee. Due to the length of the testimony of Deputy Secretary of 
Defense Lovett, Admiral Sherman and General Gruenther, the Director was not able 
to testify. However Mr. Harlow will call to set later date when the Director can appear 
alone. 


Approved For Release 2001/03/06 : CIA-RDP91 -00682R000200030035-2 


